To:  Morin,  Jeff[Morin. Jeff@epa.gov] 

Cc:  Hart,  Daniel[Hart.Daniel@epa.gov];  Younes,  LinafYounes. Lina@epa.gov] 

From:  Senn,  John 

Sent:  Wed  8/19/2015  7:18:19  PM 

Subject:  Re:  EOC  REVIEW  NEEDD  FW:  Translation  of  GKM  Claims  process  page. 

Now  I see  it--thanks,  Jeff... this  page  is  good  to  post. 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  19,  2015  3:08  PM 
To:  EOC  Public  Information 
Cc:  Hart,  Daniel;  Younes,  Lina 

Subject:  RE:  EOC  REVIEW  NEEDD  FW:  Translation  of  GKM  Claims  process  page. 


SORRY!  The  log  in  for  Spanish  site  is  https://es-wcms.epa.gov/user 


However,  if  you  can't  even  log  into  the  English  Web  CMS,  there's  something  wrong.* 


Til  ask  the  Web  CMS  people  if  there's  "something  about"  the  Emergency  Ops  center,  like,  if  it's 
not  part  of  the  regular  firewall  (which  doesn't  make  any  sense  but  whatever). 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Senn,  John  On  Behalf  Of  EOC  Public  Information 
Sent:  Wednesday,  August  19,  2015  2:53  PM 
To:  Morin,  Jeff 

Cc:  Hart,  Daniel;  Younes,  Lina 

Subject:  Re:  EOC  REVIEW  NEEDD  FW:  Translation  of  GKM  Claims  process  page. 


1796379 


ED  000552E  00003913-00001 


I'm  not  able  to  see  the  draft  page  even  once  I lot  into  WCMS.  When  I click  on  the  draft 
web  page  link,  I get  a page  saying  "Access  Denied"  and  "You  are  not  authorized  to  view 
this  page." 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  19,  2015  2:48  PM 
To:  EOC  Public  Information 
Cc:  Hart,  Daniel;  Younes,  Lina 

Subject:  EOC  REVIEW  NEEDD  FW:  Translation  of  GKM  Claims  process  page. 


OK  to  go  live? 

.Doc  file  of  Spanish  translation  ATTACKED, 
or  here  is  the  draft  web  page. 

https://es-wcms.epa.qov/espanol/el-proceso-de~reclamaciones-v-el-formulario-estandarizado-95- 

para-danos-lesiones-o-muerte 

You  might  need  to  log  in  here  first: 
https://wcms.epa.gov/user 


If  you  approve,  I will  link  it  on  the  GKM  Spanish  home  at 

http://espanol.epa.gov/espanol/respuesta-de-emergencia-al-derrame-de-la-mina-qold-kinq-en- 

aqosto-2015 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


1796379 


ED  000552E  00003913-00002 


From:  Younes,  Lina 

Sent:  Wednesday,  August  19,  2015  10:37  AM 
To:  Morin,  Jeff 

Subject:  Translation  of  GKM  Claims  process  page. 


Jeff, 


I finally  translated  the  Claims  process  page. 

Link:  http://www2.epa.qov/qoldkinqmine/claims-process-and-standard-form-95-darnaqe- 
iniurv-or-death-result-gold-kinq-mine 


Lina  Younes 

Multilingual  Communications  Liaison 
Office  of  Web  Communications 
U.S.  Environmental  Protection  Agency 
1200  Pennsylvania  Ave.,  NW,  RM  251 3-K 

William  Jefferson  Clinton  North  --Mail  Code:  1703A 

Washington,  DC  20460 

202-564-9924 

vounes.lina@epa.gov 

Visit  EPA's  Spanish  website:  www.epa.gov/espanol 

Facebook.com/epaespanol 

Twitter.com/epaespanol 


1796379 


ED  000552E  00003913-00003 


